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ULYSSES 8S. GRANT 


We celebrate this week, the centennial of Ulysses 
S. Grant, who ranks as one of our greatest national 
heroes. 

As a hero Grant is unique. Never was there a man 
who lacked so entirely the surface indications of her- 
oism. He had not, as had Lincoln, an ungainly and 
uncouth appearance to set off by contrast the glories 
of mental excellence. He lacked even this. Grant was 
neither ugly nor handsome, neither prepossessing nor 
repulsive, neither cultured nor outlandish. He was 
merely ordinary. 

Even his outstanding record in the Civil War has not 
entirely dimmed the picture of the taciturn clerk in the 
country store, whittling by the stove, rising to unload 
hides, slouching back into the store and washing his 
hands with brown soap. The stained flannel shirt in 
which he received Lee at Appomattox is a part of the 
same picture. 

Grant, even more so than Lincoln, is the ordinary 
citizen, possessing the qualities and imperfections of 
the average man and rising to greatness only because 
the necessity of the emergency which presented itself 
hardened the qualities within him to something finer 
than their normal state. 

His clinging to simple means and methods, his in- 
sistence on the simplest and most direct of two plans, 
his concentration on winning the war rather than out- 
maneuvering his opponent, in a word, his preference 
for the sledge-hammer rather than the rapier, all are 
indicative of his temperament, and all are important 
factors in his rise to success. 

Grant’s courage was his most outstanding charac- 
teristic. His exploits while holding the lower ranks 
are numerous and famous. Horace Porter says of him, 
“IT can recall only two persons who throughout a rat- 
tling fire of musketry, always sat their horses without 
moving a muscle or winking an eye; one was a bugler 
and the other was General Grant. 

Daring was the keynote of the tactics he employed 
Over the protests of even such a bold man as General 
Sherman, he declared, “We must move forward to a 
decisive victory or our cause is lost,” and proceeded 
to inaugurate the glittering campaign of Vicksburg. 
“Unless my plan proves an entire success it would be 
interpreted as a disastrous defeat,” was his prelude 
to the Wilderness and Appomattox. “The art of war 
is simple. Find out where your enemy is. Get to him 
@s soon as you can. Strike him as hard as you can and 
keep moving,” was his strategical doctrine. “What,” 
asked General Meade, “shall I do if the enemy pushes 
me here?” “Push him there,” was the reply. 


Thus far we have considered Grant as a soldier mere- 
ly and in so doing we have only touched the edges of 
his character. It was he who in the hour of his long 
sought victory, felt his joy fade in the presence of his 
adversary, stopped the triumphant salute, permitted 
every Confederate officer to retain his sword and al- 
lotted to every Confederate private a mule and a horse 
to commence farming again. 

It was he again of whom Senator Carpenter said, 
“IT was trying last night to recall a single instance, if, 
in conversation in regard to the late war, I had ever 
heard General Grant allude to himself and I could not. 
1 have heard him speak of the exploits of Sherman, of 
what was done by Logan, McPherson and many others, 
but I never heard him say, ‘At such a juncture I 
thought I would do so and so,’ or ‘I ordered such and 
such a battalion here or there.’ I believe that you 
could live at the White House and you would never 
know from anything he said that he was in the war 
at all.” 

“Mere attrition” is his explanation of the methods 
he employed to defeat Lee, but Lincoln says of him, 
“He has the grip of a bull-dog.” 

His memoirs deserve to live for this one phrase if 
for no other: “I have a superstition that in positions 
of great responsibility everyone should do his duty to 
the best of his ability * * * without application or the 
use of influence to change his position.” 

There are few nobler qualities than these—courage, 
magnanimity, humility, perseverance, and self-reliance. 
These are the foundations on which rest the claim to 
greatness of Ulysses S. Grant, Commander-in-Chief 
of the Armies of the Republic, and twice President of 
the United States. 





THREE GIVEN DIPLOMAS 


Diplomas have been awarded to three enlisted men 
of the Marine Corps during the past week by the In- 
ternational Correspondence Schools of Scranton, Pa., 
upon their completing courses in the Marine Corps In- 
stitute. 

The names of these graduates, their next of kin and 
home addresses, and the courses completed follow: 

Sergeant Arthur W. Austin, Mrs. Vida Austin, wife, 
1118 Penn Avenue, Kansas City, Mo., Salesmanship 
Course. 

Private Earl L. Bascombe, Mr. Hubert Bascombe, 
brother, Carthage, S. D., Complete Automobile Course. 

Private William H. Hallman, Mr. Noah L. Hallman, 
tather, Burns, Miss., Complete Automobile Course. 








2 < THE 











LEATHERNECK 





STANDING OF WARRANT AND N..C. OFFICERS 

In response to frequent requests from members ot 
the various warrant and non-commissioned grades THE 
LEATHERNECK has adopted the policy of printing from 
time to time lists of warrant and non-commissioied of- 
ficers of the Corps with their standing in their respec- 
tive grades. The first of these lists is given below. 
Marine Gunners, Quartermaster Clerks, Sergeants 
Major, Quartermaster Sergeants, First Sergeants, and 
Gunnery Sergeants, will be listed in the near future. 
QUARTERMASTER SERGEANTS (PAY DEPARTMENT) By 

SENIORITY 


Name Date of rank No. 
Raymond A. Rowlee 10-10-16 l 
Edwin C. Ford 10-28 16 2 
Edward A. Loben 8-24-17 3 
John J. Reidy . 10-13-17 | 
Arnold Fischl 12-21-17 5 
Gouveneur Parrish 1-11-18 6 
Monty I. Schneider ..... 1-22-18 7 
Dennis W. Butts 6 -25-18 3 
Vincent Pilitch 7-10-18 9 
John H. Rath a 7-24-18 10 
Joseph Cramer 8- 8-18 11 
David R. Porter 10-11-18 12 
George Donovan ......... 10-29-18 13 
Jasper L. Jenkins ll— 1-18 14 
Vernet R. Fitzgerald 11-12-18 15 
Frank J. Huekels, Jr. 11-20-18 16 
Percy M. Cassidy 11-23-18 17 
Charles T. Gates 12-20-18 18 
James U. Meyer 12-24-18 19 
meee. G. Hearne qe 2-28-19 20 
Walter J. Arbenger 4-14-19 21 
Clinton A. Phillips 4-23-19 22 
Ernest M. Jones s 5-10-19 23 
Edward A. Richardson 5-10-19 24 
Emmett G. Hall 7-16-19 25 


Patel J. COMMON ncaa accnnenneccn eee 
Timothy E. Murphy 

Ernest P. Miller 11— 7-19 28 
Melvin E. Stamm a. 11-12-19 29 
Hubert N. Ward 11-12-19 30 


9-15-19 26 
10-10-19 27 


Carlton L. Post 11-14-19 31 
Thea A. Smity. ............ 11-14-19 32 
Paul A. Neff 11-14-19 33 
John P. Carroll 11-14-19 34 
Walter R. Fisher 11-17-19 35 
Harvey A. Geirger 11-17-19 36 
William McConnell 11-25-19 37 
Harry B. Kirtland 12— 4-19 38 
Thomas G. Watson ..... 12-11-19 39 
Paul A. Martin 2— 1-20 10 
Norvelle T. Patterson 2-26-20 41 
John L. Seifert 2-26-20 12 


Martin A. McGrory 3— 3-20 3 
Walter I. Macaulay 3-12-20 14 
Albert H. Long 3-18-20 15 
Magnus R. Dahlsten 5-18-20 16 
Norman C. Bates 7-23-20 17 
Terrence J. O’Leary 7-26-20 18 
Arthur Brown 8- 6-20 19 
Andy Colner 8-17-20 50 
Alfred E. Jones 8-23-20 5] 
George A. Beck 8-25-20 52 
Delamar B. Smith ....... ..... 12-10-20 53 
Frederick J. Widman 4-12-31 54 
Edward J. Dullum S. 3-2) 55 





BITS OF MUD FROM QUANTICO 
By Russ 
First Regiment Dance 

Recently two very successful dances have been held 
in the Post Gymnasium. Last Wednesday the First 
Regiment which has since been disbanded were hosts 
at a farewell dance. Men from all organizations were 
invited and over a hundred young ladies from the 
neighboring cities were present. 

The Gym was well decorated and the men in charge 
of the decorations deserve much credit for the attrac- 
tive setting in which the dance was held. Music was 
furnished by the post orchestra and refreshments were 
served. 

Enlisted Men's Dance : 

The regular semi-monthly dance was even more 
successful than usual. The attendance was large and 
the extensive decorations furnished a background 
which made the whole occasion enjoyable. Hundreds 
of flags and banners were used in the decorations. 

General Butler and several other ranking officers of 
the post were present. With the General setting the 
example, everyone present had a good time. 

Boxing 

On April 20 the post “leather pushers” came to life 
after a short rest and a four-bout program was of- 
fered. The main bout of the evening was between 
Shoblock and Connizaro. Both men were in good con- 
dition and the fight was not over until the final gong. 
It was fast going all the way with some mighty clever 
work-from both corners. Shoblock won the decision. 

On May 3 Haley and Cheslock will exchange punches. 
A ten-round bout has been arranged and from all indi- 
cations should be the best ever staged at this post. 
Cheslock recently won a decision over Haley who up 
to that time held the championship. 

The boxing team will journey to Baltimore on May 
30 to tackle the 3rd Army Corps team. No definite list 
of the men to make the trip has been given but on the 
showings so far it will undoubtedly include Sgt. Haley, 
Sgt. Hill, Cheslock, Shoblock, Turner, and Steve. 


Baseball 


The Quantico tossers have started their season with 
a victory for which they have been trying for three 
years. They opened the regular season by defeating 
the Rex Athletic Club, of Washington, after having 
suffered defeat at the hands of this team for two 
straight seasons. The Rex club has a strong team and 
to defeat them is an achievement of which any semi- 
pro team can be proud. 

Lieutenant De Haven has put in a lot of hard work 
in the short time he has had the team in the field and 
has turned out a well rounded outfit. A steady and 
hard-hitting outfield has been developed and also a 
snappy infield, which can likewise give opposing pitch- 
ers trouble. The outlook is bright and visons are aris- 
ing of another service championship. 





A disabled veteran suffering from a nervous disorder 
has been rehabilitated by the U. S. Veterans’ Bureau 
as a machinist and is now employed by a Texas corpo- 
ration at a salary of $2,160 a year. This veteran was 
a blacksmith before his enlistment in the service and 
had only a’sixth grade‘education. 





TI 
Broc 
didn’ 
1 fir 
Mari 
facet 
a lo 


as a 
the | 
(as 
or Oo 
The 
more 
wrol 
boun 
year 
wish 
“Ba 
Mak 

“7 
som 


abo 
wert 


d 


d 

















and . 


Misses 


— 

Ly \ Qe 

| nen ah hfe — 
we A 

| 5 -Z*D jit ex. 


=, a caceaiaemietenssedl 


Back to the Days of Boothood 





Be 


The other day I walked by the old 
Brooklyn Navy Yard. The old plac 
didn’t look the same. Back in 1910, when 
1 first saw the light and shipped in the 
Marine Corps, a big parade’ ground 
faced Flushing Avenue; in the rear was 
a long, rambling structure that served 
as a barracks. Both are gone; likewise 
the brig that I was inside once or twice 
(as a sentry, of course), and somehow 
or other the old place seems different. 
The war and the urgent necessity for 

ore space for government buildings 


vrought the change. Any place is 
bound to change in the course of a dozen 
years. Still, when I passed there I 


wished that it had remained the same. 


“Backward, turn backward, O Time in 
thy flight, 
Make me a boot again just for tonight.” 


ae 


“Make you a boot again! I can hea 
some oldtimer ask when he reads the 
above, “Why, you poo. boob, you always 
vere and still are a } Beate 


* * 


The Missing Link 
I’ve made a great discovery, 
’Twould make old Darwin blink; 
I looked beneath my bureau 
And I found the missing link. 


Sir Arthur Conan Doyle seems to be 
having as much luck as the dry agents. 
He can find spirits wherever he goes in 
the United States. 

The First to Growl 
(A Bit of Unrecorded Ancient History) 

It was in the year 480 B. ¢ Two Ma- 
rines stood on the deck of a Grecian Tri 

ne, or war vessel, awaiting the attack 
of the Persian fleet. The trireme was 
built to ran, split or run down opposing 
vessels and to carry fighting men. While 
oarsmen sent the odd fighting craft along 
with long, sweeping strokes, the Marines 
stood by ready for battle. 

One Marine, naked to the waist, leaned 
against the bulwark and gazed down at 
the perspiring oarsmen. In his hand he 
balanced a sharp-pointed javelin. 

“Pretty soft for those people,” he said, 
looking at the oarsmen who were strain 
ing every muscle and sinew to urge the 
craft along. “When we bump into that 
Persian fleet and their archers start 
sending over a flock of arrows, those 
birds can duck their heads. Us Marines 
have got to stand up and take our 
chances on getting bumped off with an 
arrow or javelin.” 

“You said it,” chirped the other Ma 
rine. “When I shipped in this outfit I 
figured on doing a lot of fighting, and 
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believe me I can throw a mean javelin 
vhen the old wing is working. But if I 
pull out of this racket safe and sound, 
next cruise I’m going to ship as an oars- 
nan, first class.” 

The Pecsion fleet drew nearer and 
nearer. The Greeks maneuvered their 
vessel into good fighting position. The 
two Marines stood ready to heave a jave- 
lin at the first Persian to show his head 
over the side. Thus, the first grow] of 
the first Marine passed into history. 

* * *# 
M. C. lL. STUDENT LIMERICKS 
The Future Plumber 
\ student of plumbing name LDrubble, 
Said “My plumbing is bound to cause 
trouble; 

When I go to repair 

Any pipes anyw here, 
Ill make up the bill and charge double.” 


* * . 


The Future Ad Writer 
\ Marine wrote a grocery ad, 
The instructors all said it was bad. 
They were very much vexed 
When he sent in this text: 
“Our spuds is the best to be had.” 
: * * * * 
The Future Sign Painter 
The sign painting student got gay 
When he — a big sign one day. 
It might have looked fine, 
For each word was in line, 
But the letters were turned the wrony 
way. 
fhe Future Window Trimmer 
One student said, “My head is brimming 
With ideas for smart window trimming.” 
His idea, to be frank, 
Was to fix up a tank 
In a window with girlies in swimming. 
* * * . > 
It Always Happens 
I shine my brass, I press my blues, 
But all that work is vain; 
For when I’m dolled up spick and span 
t always starts to rain. 
* * 7 
Hicks or Highbrows? 

Oldtimer says: “A lot of folks on the 
outside don’t know whether a Marine is 
generally a ‘hick’ or a ‘highbrow.’ As 
a rule Marines are neither one nor the 
other. Now and then you will find a 
so-called ‘hick’ who is really ‘highbrow,’ 
and a ‘highbrow’ who is really a ‘hick.’” 

* > * * om 
Have You Heard This? 

Two British soldiers doing garrison 
duty in Constantinople entered a restau 
rant and jokingly called for “Turkey 
with Greece.” 

“Sorry, but we can’t Servia,” 
waiter. 

“Very well the 
porus 

The “boss” duly arrived, but was firm. 
Soldiers could not be served in his res- 
taurant. “I don’t want to Russia,” he 
said, “but you can’t Roumania.” 

And presumably the Tommies left the 
restaurant still Hungary.—Globe and 
Laurel. 


said the 


n, please fetch the Bos- 


« * * * 


The Unwhipped Marine 
Gene Tunney, the ex-Marine who re- 
cently won the light-heavyweight cham- 
pionship from Battling Levinsky, is a 
native of the Greenwich Village section 


of New York City. While serving with 
the Marines in France he won the light- 
heavyweight championship of the A. E. 
F. He also defeated Bob Martin in a 
special match in Paris. He is 23 years 
old, a good boxer, straight hitter, and 
has never been defeated. 
6 @ & «© 


Seein’ the World 


There’s one thing about this man’s 
Marine Corps: a fellow never stays in 
one place long enough to get rusty, as 
witness the following: 

Oh, life is very strange, at that 

(1 know this sounds quite silly) ; 

I liked the place where I was at, 

3ut got transferred to “Philly.’ 
* * * * 7 * 
The Disgusted Marksman 


DID YOU ever shoot. 


* * 


ON THE rifle range. 


AND * PREL IMIN AR tY practice. 
AND IN FACT every ai 
t * @ 
YOU'RE CLEAN out o’ luck. 
ON EVERY single oni 
AND COULDN'T even hit. 


\ FLOCK of garages. 
* * > 


OR A LITTER of elephants. 


AT LESS THAN 200 aii 
THEN THE ‘iiaua. 
* . » 
YOU SHOOT for record. 
* * * 
ANID YOU BARELY get by. 
* * 


THE FIRST few ranges. 

a a 

AND DON’T improve much. 
* * * 

AS YOU GO along. 


* * * 


UNTIL FINALLY you shoot. 


. = a 
THE LAST course of all. 
* * 


AND YOU DO your best. 
* * * 

TO HOLD ’EM and squeeze ’em. 
* * * 

YOU ARE IN suspense. 

* 7. * 

AND KEEP WATCHING the butts, 
7 * + 

‘IL THE SCORE comes up. 
* * . 


AND SHOWS vou’ve qualified. 


WITH A FEW points over. 
* * 
I'LL TELL the world. 
» 7 * 
THAT SURE is one grand. 
* * 
AND GLORIOUS feeling. 
* * * 


I THANK YOU. 
—HASH MARK. 
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THE PLUCK OF AN OHIO BOY 

Many years ago a circus visited a small Ohio town. 
One of the attractions of the circus was a mule that 
had been trained to throw his rider. A silver dollar 
was offered by the manager to any one who would ride 
the animal once around the ring. Several applicants 
for the dollar tried, but were all thrown. 

At length a determined little youngster stepped into 
the ring and said that he would like to try to ride that 
mule. The boy held on bravely until almost around the 
circle, when he was thrown over the animal’s head as 
the others had been. 

Jumping to his feet and throwing off his hat and 
coat he exclaimed, “I would like to try that mule 
again.” This time he faced the crupper, coiled his legs 
around the animal’s body, and seized hold of its tail. 
Amid the cheers of the audience the mule exhausted all 
its efforts to unseat his rider, but in vain, and the lad 
gained his dollar. 

This lad had the kind of determination that makes 
men win. He had that “sticktoitiveness” that we read 
so much about and which really helps to “make” a lot 
of men whom fortune has not smiled upon any too 
kindly. 

Few men have so many ups and downs in their ca- 
reers as this small boy from Ohio. At forty years of 
age he was known as a flat failure. At forty-seven he 
was President of the United States. Persistence had 
won. His name was Ulysses S. Grant. This week the 
Nation bowed its head in homage to his name. 





MARINE ANNIVERSARIES THIS WEEK 
April 29 
1814—Peacock defeats Epervier. 
1898—Huntington’s Battalion goes into camp at Key 
West, Florida. 
April 30 
1798—Navy Department established by act of Con- 
gress. 
1889—Marine Guard established at Paris Exposi- 
tion. 
May 1 
1862—New Orleans surrendered to Farragut. 
1867—American Minister landed at Osaka, Japan, 
under escort of Marines from Shenandoah and Wy- 
oming. 
1898—Battle of Manila Bay. 
1918—Women enrolled in Marine Corps Reserve. 


May 2 
1918—Acting Secretary of the Navy directs that the 
Fifth Brigade of Marines be organized. 
May 3 
1891—Marines uider Bates land at Navassa Island 
to assist in maintaining order. 
1898—Marines under Lieutenant Dion Williams oc- 
cupy Cavite, P. I. 
1916—Treaty between United 
of Haiti proclaimed. 


States and Republic 


May 4 


1898—Colonel Commandant replaced by 
General Commandant. 


srigadier 


May 5 
1916—Marines landed near Santo Domingo City. 





RECRUITING BUREAU SHOWS BIG SAVINGS 


The Marine Corps Recruiting Bureau has done its bit 
in the economy campaign of the Corps, and has not 
lagged behind the rest of the recruiting service in 
loyally carrying out the wishes of the Major General 
Commandant in the reduction of expenses. The trans- 
fer of the Bureau to government space at the Depot of 
Supplies on June 30 will in itself effect a yearly rental 
savings of $10,000. 

By anticipating the printing needs of the recruiting 
service the Bureau purchased paper stock and ink at 
the most advantageous prices and is equipped in that 
respect for several months. By avoiding the use of 
expensive paper stock, by a survey of the needs of the 


recruiting districts the wastage of posters, etc., has ~ 


been cut to the bone, and by reducing its personnel con- 
siderable savings have been accomplished. In one item 
alone, the substitution of black and white posters for 
the familiar four-color type of posters, the saving has 
been remarkable. On the other hand it has been proved 
beyond doubt that the black and white posters, made 
up entirely of photographic cuts, are much more po- 
tent as a recruiting argument than the red, blue, green, 
yellow and brown imaginations of the artist who de- 
picts the service from the artistic point of view. The 
only four-color posters issued are those already in 
stock to which the recruiting address is added when 
requisitions for these posters are received. 

The best illustration of the economies achieved by 
following the above lines, and cutting printing to the 
absolute needs of the recruiting service is to quote the 
expenses of the Bureau for the first quarter of the cur- 
rent year as compared with the corresponding quarter 
of 1921: 


Expenses for quarter ending March 31, 1922 $8,637.26 
Expenses for quarter ending March 31, 1921 46,440.17 
Savings effected cdinddiaideaammiadiaaiaeias 37,802.91 


In addition to the indie of ‘the personnel of the 
Bureau all excess machinery has been delivered to the 
Government Printing Office, that retained being ample 
to take care of all normal demands and yet being suf- 
ficient to cope with extraordinary demands short of 
such a crisis as a war of magnitude. 





The student making the highest grade at the Uni- 
versity of Missouri School of Mines is a disabled vet- 
eran who is taking vocational training under the U. S. 
Veterans’ Bureau. 
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A DICTIONARY OF MARINE EXPRESSIONS 
(Continued from last week) 


HAM—An uncomplimentary epithet. Originally “ham- 
fatter,” a low-grade actor. Possibly a corruption 
of Hamlet or from “The ham-fat man,” a negro 
song much used by traveling minstrels. 

HASH MARKS—Service stripes acquired upon reenlist- 
ment. (See “It’s a Long, Cold Winter,” or Kip- 
ling’s “Back to the Army Again.” 

HiTtcH—An enlistment. The dictionary says, ““Hitch— 
to tie up, especially temporarily.” It also says: 
“Hitch (noun), a fish,” but this of course has no 
application to the Marine Corps. 

HEN FRUIT—Eggs, which come in the beginning from 
hens, strange as it may seem. 

How’s FOR—Give me or lend me 
same). (See Gimme.) 

INK—Worcestershire sauce. 

IODINE SLINGER—A member of the Medical Corps. Ex- 
tract from a book of instructions for Hospital 
Corpsmen—‘When in doubt paint with iodine.” 

JAMOC—Coffee. 

JAW-BONE—Credit. 


(more or less the 





To buy on credit. Probably no 


connection with the biblical bone employed by 
Sampson. 
KALE—Money. Originally a green vegetable, then, 





from its color, paper money (as in “the long 
green”), finally, any money. 

KICK IN—Pay up, come across, put in your share, ante. 

LEATHERNECK—A Marine. From the old Marine uni- 
form which had a leather collar. 

LIGHT HouUSE—Vinegar. From the shape of the regu- 
lar vinegar bottle. 

MAKE IT SNAPPYy-——Hurry up. A common expression 
used by police sergeants and other privileged per- 
sons. 

Mup—Coffee. 

NARROW GAUGE—A corporal. 

PIPE DOoWN—Be quiet. From the music (?) piped or 
sounded on the call (a wind instrument) by the 
Boatswain or Boatswain’s mate on board ship as 
a preliminary to all announcements. 

PUNK—Bread. Possibly from the Spanish or French 
word for the same article, or possibly because said 
article so frequently is. 

RATE—To be entitled to. Originally to be entitled to 
because of one’s rank or rate. Frequently used in 
the expression “all you rate is work.” 

Sap—An uncomplimentary personal epithet. 





One 


whose head contains sap—a wooden head. (See 
ham, goof, etc.) 

SEA Dust—Salt. 

SEA GOIN’—Weatherbeaten, old, dilapidated, non-regu- 
lation. 

SEA GULL—Chicken (the edible or supposedly edible 
variety ). 

SHIP—To enlist. 

SHIP OVER—Reenlist. What no one is ever going to do 
—yet nearly always do. 

SHOE LEATHER—Flap jacks. 

SHOVE OFF—To leave, to go away. From the shoving 
off of boats from the ship’s gangway or boom. 
SKIPPER—A company commander. Originally the cap- 
tain of a small fishing vessel, then of any vessel, 

and now any captain. 

Sky JuIcE—Water, used for washing and nowadays, 
drinking. 

SLUM—Stew. Meat, potatoes, etc., flavored with bay 
leaves. The etc. and the bay leaves are the most 
important ingredients. 

SNIPE—A short cigarette or cigar which has been 
thrown away. At first a small bird—then a small 
boy who played in the streets and picked up odd 
jobs, as in “gutter snipe.” At present the objects 
which these boys were much given to picking up. 

SNIPE SHOOTING—Picking up snipes. A practice un- 
known in the Marine Corps—just after payday. 

Sp1K—An inhabitant of any country south of the U. S. 
The language of any such country. Probably a 
corruption of spiggoty—a slang term for any 
Latin country where spaghetti is eaten in large 
quantities, supposedly. 











Cashier 
W. J. FORD 


President 
R. CONROY VANCE 


Planters National Bank 


Fredericksburg, Virginia 


Capital and surplus, $135,000.00. 
Three-Quarters of a Million. 


Resources over 


All the facilities of this Bank are placed at the dis- 
position of depositors. We solicit your account. 


A Savings account can be opend with as small a de- 
posit as One Dollar. 


WE PAY THREE PERCENT INTEREST 








Booksellers, Engravers and Stationers 





NEW YORK 


BRENTANO'S 


PARIS 





F and Twelfth Streets Washington 











JACOB REED’S SONS 


1424-26 Chestnut St., PHILADELPHIA, PA. 
MEMBER OP 





Manufacturers of Highest Grade 


Uniforms and Equipment for Officers 


611 Fourteenth St. N. W. 48 Maryland Avenue 
Washington, D. C. Annapolis, Md. 
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Do You Want 
A Bigger Salary? | 


It doesn’t matter what you are Today or what you 
were Yesterday. Tomorrow is your bright, clear day 
of Opportunity. Nothing can keep you down if you 
really make up your mind to go wp. 


Maybe you've gotten a bad start. Perhaps you 
haven't had a decent raise in years. Or perhaps you 
are one of those thousands who have had their wages 
cut—-or thrown out of a job. But you aren’t going to 
curl up and quit, are you? Right now, when trained 
men are in such demand, you’ve the best chance you 
ever had to get out of the rut and do something worth 
while. 


But you're “too old to start over,” you say. Non- 
sense! When some of the big men of this country were 
your age, they weren't earning half what you are get- 
ting today. But they didn’t quit! They worked! They 
studied!- They learned to do some one thing well. 


At 35, Henry Ford was working in the mechanical 
department of the Edison Electric Light & Power 
Company. At 38, John R. Patterson, who founded the 
National Cash Register Company, was the proprietor 
of a small and none too successful country store. At 
25, George Eastman, president of the Eastman Kodak 
Company, was a bookkeeper in a savings bank. At 
22, Edison was a roaming telegraph operator—out of a 
job—too poor, when he arrived in New York, to buy 
his own breakfast! 


Forget what you are today and decide on what you 
want to be. No man has failed until he admits it to 
himself. And no real man ever admits it. Why, man, 
in just one hour a day—in the spare time you will 
never miss—you can fit yourself for a better job and a 
bigger salary. 

What Do You Want to Be? 


An Automotive Engineer? The vice-president in 
charge of engineering of the Packard Motor Car Com- 


pany is an I. C. S. student. A Ship Builder? The more comforts, more pleasures, all that success means, 
world’s greatest ship builder is an I. C. S. student. An can you afford to let another single priceless hour of | 
Architect? The Equitable Building in New York, and spare time go to waste?—Reprinted from Ambition, 
many others were built by I. C. S. students. An En- published by International Correspondence Schools, 
gineer? An I. C. S. trained engineer has just written Box 5276, Scranton, Pa. 
Reprinted from “Ambition,” Published by 
‘ ¢ . " J 
International Correspondence Schools 
' 


BOX 


LEATHERNECK 


5276, SCRANTON, PA. 











to us that his income has been increased to $25,000 a 
year. An Advertising Man? Three of the most suc- 
cessful men in the advertising field date their rise from 
the time they first applied 1. C. S. methods to their 
work. An Accountant? You will find I. C. S. trained 
men regulating the destinies of some of the greatest 
corperations in the world. 


Do these positions sound too good for you? Are you 
afraid to take the same chance these men took—and 
get the opportunity to make good as they did? They 
were in worse jobs than yours. Some of them had no 
schooling beyond a few grammar grades. But they 
forgot about what they were—and they thought about 
what they wanted to be. 


Get out cf the rut, and get out today. You've got it 
in you to make good in a big way, if you will only learn 





to do some one thing well. 


For 30 years—in offices, stores, shops, facteries, 
mines, railroads—in every line of technical and com- 
mercial work—men have been winning promotion and 
increased salaries through the I. C. S. Over 130,000 
men are getting ready right now in the I. C. S. way 
for the bigger jobs ahead. 


Your Chance Is Here 


No matter where you live, the I. C. S. will come to 
you. No matter what your handicaps, or how small 
your means, we have a plan to meet your circum- 
stances. No matter how limited your previous educa- 
tion, the simply written, wonderfully illustrated L 
C. S. lessons make it easy to learn. No matter what 
career you choose, some one of the 300 I. C. S. courses 
will surely suit your needs. 


When everything has been made easy for you— 
when one hour a day spent with the I. C. S. in the quiet 
cf your own home will bring you a bigger income, 





~~ 
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MARINE 
April 21, 1922 
Captain Claude A. Larkin—May 10. 
1922, detached M. B., N. Y. D., 
Puget Sound, Wash., to Honolulu 
for duty at Pearl Harbor, T. H. 


CORPS ORDERS 





Ist Lieut. N. E. True—Upon report- 
ng relief, detached M. D., U. S. S. 
Florida to M. B., Parris Island, S. C. 


ist Lieut. G. E. Gloeckner—May 10, 


1922, detached M. B., Naval Base, 
San Diego, Calif., to Guam 
April 22, 1922 
No orders issued. 
April 24, 1922 
Captain E. L. Pelletier, A. Q. M.— 


Detached Headquarters, Marine 
Corps, to M. B., uantico, Va. 

ist Lieut. W. F. Brown—Detached 
Navy Yard, New York, to M. B., N 
4. D)., Iona Island, N. Y. 

Ist Lieut. G. W. Shearer—Detached 
M. B., N. A. D., Iona Island, N. Y., 
to M. D., U. S. S. Tacoma. 

Ist Lieut. W. J. Whaling—April 30, 
1922, detached U. S. S. Tacoma, to 
M. B., N. Y. D., New York, N. Y. 

ist Lieut. F. X. Bleicher—May 1, 1922, 
detached M. B., N. Y. D., Philadel- 
phia, Pa., to Wakefield, Mass. Ap- 
pointed Acting Assistant Quarter- 
master. 

2nd Lieut. (Prov.) A. D. 
Discharged Marine Corps 
April 23, 1922. 

April 25, 1922 
No orders issued. 


Powers— 
Reserve 4 


April 26, 1922 


Lieut. Col. R. M. Cutts—Detached U. 
S. S. Florida, to M. B., Quantico, Va. 

Capt. E. D. Kalbfleisch—Detached U. 
S. S. Delaware, to M. B., N. Y. D., 
Norfolk, Va. 

2nd Lieut. E. F. O’Day—Detached U. 
S. S. Delaware, to M. B., N. Y. D., 
Norfolk, Va. 

Captain W. Woodworth—Detached U. 
S. S. North Dakota, to M. B., N. Y. 
D., Norfolk, Va. 

lst Lieut. R. W. Culpepper—Detached 
U. S. S. North Dakota to M. B., N. 
Y. D., Norfolk, Va. 

Captain G. B. Erskine—Detached U. 
S. S. Olympia, to M. B., N. Y. D., 
Philadelphia, Pa. 

Ist Lieut. W. P. Richards—-Upon ex 
piration of leave, detached M. B., N. 
Y. D., Norfolk, Va., to Department 
of the Pacific. 

ist Lieut. R. H. Pepper—Detached M. 
B., Quantico, Va., to ist Brigade, 
Haiti. 

2nd Lieut. E. McC. Callaway—De- 
tached May 5, 1922, M. B., N. Y. D., 
New York, to M. B., Quantico, Va. 








Rice & Duval, Inc. 


IMPORTING 
TAILORS 


509 Fifth Ave., New York 


We Specialize in Uniforms for 
Army, Navy and Marine Corps 
Officers 


Washington, D. C., Sales Office 





Westory Bldg., 14th & F Sts. N. W. 








WEEKLY REPORT 
Mari 
arine Corps Institute 
April 26, 1922 
ENROLLMENT BY SCHOOLS 
lotal number individuals enrolled 1,768 
Business Schools 
Civil Service $+ene ee 294 
Commerce 353 
Banking, ete 31 
Business Minagement 19 
Commercial Law : 70 
Higher Accounting ‘ 154 
Railroad Accounting 13 
Traffic Management 33 
General English 761 
Preparatory 176 
Construction Schools 
Agriculture 104 
Poultry Husbandry 19 
Domestic Science 31 
Architecture 77 
Drafting. ‘ 107 
Civil Engineering 157 
Navigation : . 67 
rextiles er 4 
Plumbing, etc , 50 
Concrete Engineering 10 
Structural Engineering is 
Industrial Schools 
Automobiles ; , 642 
Chemistry err 36 
Mining & Metallurgy ° 40 
Refrigeration. .. eeene 3 
Pharmacy...... 33 
Electrical Engineering 365 
Steam Engineering... ° 67 
lelephony and Telegraphy 58 
Mechanical Engineering ‘ 72 
Shop Practice etee 54 
Gas Engines pean . 147 
Publicitu Schools 
salesmanship : 162 
Advertising eens 38 
Foreign Trade... . . 21 
Window Trimming, etc <a +. 
Illustrating and Design 99 
Show Card Writing eee 41 
Lettering, Sign Painting TD 
Languages 239 
Total . , 1,768 
Number of examination papers re 
ceived during week 871 
Total number of examination papers 
received during 1922 14,964 











Marines Recently Reenlisting 


Shirley R. Creasy, 4-22-22, Philadel- 
phia. 

Leroy Darcey, 4-22-22, Charleston. 
Walter R. Fisher, 4-21-22, Quantico. 

Philip Klingenberger, 4-20-22, New 
York. 


Miles W. Ramsey, 4-22-22, Quantico. 
Clancey E. Cliften, 4-21-22, Philadel- 
phia. 
Leon Konesky, 4-22-22, Mare Island. 
Truman A. Pembroke, 4-15-22, Quan- 
tico. 
William 
Island. 
Charley Parker, 4-21-22, Charleston. 
Hanner W. Bryan, 4-21-22, Washing- 
ton. 


Arrowsmith, 4-17-22, Mare 


Maximilian Metzger, 4-20-22, Quan- 
tico. 

toy L. Stephens, 4-21-22, Parris 
Island. : 

Thomas G. Beliar, 4-20-22, Philadel- 
phia. 

John F. Letcher, 4-19-22, Santo Do- 
mingo. 


Rert F. Shenhard, 4-20-22. Quantico. 
William J. Schoher. 4-17-22, Quantico. 
Andv Colner, 3-8-22, Guam. 

William. J. Able, 3-21-22. Peking. 
George Dodner, 4-20-22. Philadelphia. 
Joseph N. Clark, 4-19-22, Quantico. 





“The Store 


With a 


The Bieber-Kaufman 
Company 


Incorporated 


Conscience” 


Clothing, Furnishings, Hats, Shoes 


901-909 Eighth Street Southeast 


Navy Yard 


Down by the 


Walk Over Shoes Schloss Clothes 











Were the Marines to Blame? 

In the early days of the war a group 
of Parris Island Marines who had or- 
ganized one of the classiest jazz bands 
ever heard on either land or sea, made a 
trip to Savannah to entertain the citi- 
zens. The chief musician of this band 
of Gyrenes was the player of the “ba- 
zooka,” a weird instrument, consisting 
of a huge pipe with a funnel arrange- 
ment on the end. It made a wonderfully 
effective substitute for a bass horn. Sa- 
vannah went wild over the Marines, and 
the reception accorded the jazz band was 
like unto that given some distinguished 
visitor to America. 

Recently the city council of Savannah 
passed an ordnance barring jazz from 
the stage, from all public dances and 
presumably from all homes. It appears 
that of late jazz has dwindled in popu- 
larity in the staid southern city. The 
original Parris Island jazz band is no 
longer in existence, and it is doubtful if 
any of its members are still in the serv- 
ice. Can it be that they first made the 
Savannah citizens succumb to the allur- 
ing strains of jazz? Who knows? Who 
knows? 


Barnyard Repartee 
Said the little hen to the rooster bold, 

“You really look quite dapper.” 

Said the rooster, “When you flap your 
wings, 

“Believe me, you’re some flapper!” 
Said the little hen, “Your words of 

praise 

Please me to beat the dickens.” 

Said the rooster, “Oh, that’s just the way 

I talk to all the chickens.” 

The Theory of Evolution 

The Sunday afternoon conference of 
buck privates was progressing quietly 
when the talk turned to the much-dis- 
cussed subject of evolution. 

“T believe in the Darwinian theory,” 
said the high-brow Marine. “Darwin 
claimed that man came from a monkey, 
and I believe him.” 

“You can’t tell me that,” said a sec- 
ond Marine. “I believe what the Bible 
says that we all came from our original 
ancestors, Adam and Eve.” 

To settle the argument they agreed 
to leave it to the opinion of a Marine 
nicknamed “Limey.” 





“Hey, ‘Limey,’” said the high-brow 
Marine, “you believe in evolution, don’t 
you?” 


“IT sure do,” said Limey. “Take me, 
for instance. My father came from 
Worms in Germany; my mother came 
from Cowes in England; and they tell 
me that I came from Wales.” 
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BOOKLETS TO BE SENT TO POSTS 


So many requests for the booklet, “The U. S. Marines 
in the World War,” by Major Edwin N. McClellan, 
have been made to the Recruiting Bureau, since an an- 
nouncement appeared in THE LEATHERNECK, that it 
has been decided to mail direct to commanding officers 
of the various posts in the United States a sufficient 
number of the booklets to supply veterans who desire a 
copy. Due to the fact that the Bureau is preparing to 
move to the Depot of Supplies in Philadelphia, it is 
believed that this system will prove a more practical 
method of distribution. Commanding officers will 
doubtless publish an order to their commands when the 
booklets are available. 


LT. CARL GARDNER GRADUATED 


Lieut. Carl Gardner, assistant superintendent of the 
Industrial Schools of the Marine Corps, Institute, has 
completed the Automobile Electric Equipment Course 
of the Marine Corps Institute and has been awarded 
a diploma by the International Correspondence Schools 
of Scranton, Pa., after successfully passing the final 
examination in the course. Lieut. Gardner’s home is 
in Brentwood, Tenn. 


A disabled veteran, whose pre-war occupation was 
that of a.salesman, but whose disability prevented him 
from returning to that occupation, has been rehabili- 
tated by the U. S. Veterans’ Bureau as an Income Tax 
Clerk and is now receiving a salary of $4,000. 








Do You Know 




















That four men were recently baptized in the Panama 
Canal. So far as it is known, this is the first time in 
its history the canal was used for this purpose? 

That the Hungarian Government has several thou- 
sand acres of land to sell and is going to set up a bureau 
in America, where Hungarians will be able to purchase 
farms before returning home. The land reverted to 
the government when the taxes were unpaid, and it is 
planned to sell it to Hungarians who are now in Amer- 
ica, whose savings average about $400 to $500 each? 

That there are more than 300,000,000 inhabitants in 
India, of whom more than 220,000,000 are Hindus and 
60,000,000 are Mohammedans, the remainder belonging 
to minor tribes? 

That France spends more than 1,000,000 
yearly for United States chewing gum? 

That a sand deposit containing zirconium and tita- 
nium has been discovered in Florida. Titanium is a 
white pigment used in certain paints. Zircon silicate 
is a refractory substance, which is exceptionally well 
adapted for laboratory apparatus, electric porcelain, 
spark plugs, and so on. It does not shrink or expand 
in cold or heat and is not affected by acids and alka- 
loids? 

That fifteen thousand persons paid a shilling each 
for the privilege of viewing Princess Mary’s wedding 
presents. The proceeds will go to charity? 


franes 





NICK’S NEW WAY 


LUNCH 


Street Left Side of Potomac Avenue, One 
Block from Station 


Coffee Like Mother’s and ‘‘Good Eats’’ 
to Midnight QUANTICO, VA. 


On “C” 


6:30 a. m. 


When in Washington, D. C., Leathernecks 
PATRONIZE THE 
POST EXCHANGE. Marine Barracks 
Eighth and Eye Streets Southeast 
We Carry a Full Line of Marine Corps Jewelry 


Cpl. Robert W. Elder, Steward Pool and Bowling 








ANYTHING IN 


MARINE JEWELRY 


Marine Pharmacy 
QUANTICO, VA. 











SUBSCRIBE NOW 

Marines, Ex-Marines, Reserve Corps, Relatives, 
Friends, keep posted on the activity of the Marine 
Corps through 

THE LEATHERNECK 

Published weekly at Washington, D. C., by the 

Marine Corps Institute. 
A SERVICE PAPER THAT SERVES 

12 months, $2.00 6 months, $1.00 

Please place my name on your mailing list for a 
period of —.. months for which you will find en- 
closed $ 





Name 


Address.............. 








U. S. Marine Uniforms and Equipment 
F. J. HEIBERGER & SON 
Incorporated 
Marine Expeditionary Ribbons in Stock 


1419 F Street N. W. WASHINGTON, D. C. 








Photographers of National Notables 


HARRIS & EWING 


1311 F Street Northwest 


WASHINGTON, D. C. 


Hours 8:30 to 5:30 























New French Restaurant 


Fresh Clams Shrimp Salad 
Crab Meat Salad 


On Potomac Avenue just 
across the tracks 








QUANTICO, VA. 











